There are larger 
steel fabricators. 

(But not many 
of them!) 


Bristol Steel is up to an annual 
capacity of 120,000 tons from its 
six plants in Bristol and Richmond, Va., 
and in Bessemer, Ala. That’s a 
400% growth in about 12 years. Who 
knows what will happen in the 
next 12 years... ? 


Bristol Steel and Iron Works, Inc. 


King and Piedmont Sts., Bristol, Virginia 
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2100 8th Ave. N., Bessemer, Ala. 


a 
WHITMYER BROS., INC. 
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Phone 977-6090 


Home ice 
P.O. Box 617, Hammonton, N.J. 


MID-STATE BRINGS YOU 
BIGBUCKSKIN PAVERS. 


. ANDALITTLE RELIEF 
FROMREDTILE FLOORS. 


to tell the Virginia Story MAY 1977 PAGE THREE 


The Need: Demanding applications in fresh water trans- 
port and sewage treatment facilities. 


The Answer: Ductile Iron Pipe produced by Mead's 
Lynchburg Foundry. 


The Experience: The nation's first producer of ductile iron 
pipe. Sizes available from six through 24 inches in diam- 
eter meeting the latest ANS! and AWWA specifications. 


Contact: Lynchburg Foundry Pipe Sales Department, 
Lynchburg Foundry, P. O. Drawer 411, 
Lynchburg, Virginia 24505. 

(804) 847-1712. 
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ton capacity 


Two plants fabricating plate 
girders for bridge and highway 
construction—plus heavy struc- 
turals for major commercial and 
industrial projects throughout 
the Southeast. 


Next time you're asking for bids or 
locating material, keep us in mind. 


As a reminder, send for our === 
new brochure — оп your тт 
company letterhead, please. Ion 
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Raleigh, N. C. 27611 
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A Continuing Series 


The Future of Architecture — 
Conservation ог... 


In THE MIDST OF today’s growing concern over energy, its availability and 
its conservation, it is important to remember that the cry, while not new, is for real. 
Ten, fifteen, even twenty years ago, the idea that we were facing energy shortages 
was raised and the alarm given. At that time, the wolf was not on our doorstep, only 
coming over the horizon. Even today, the wolf is not to the doorstep, but he is 
coming through the front gate. All of us, design professionals, owners and users, 
must be concerned with conservation. 

While talk today centers around conservation of energy in new buildings, there is 
another area of conservation in the built environment which is extremely im- 
portant. The area of conservation referred to which, for increasingly more impor- 
tant reasons, must be given more than a cursory glance is rehabilitation of existing 
structures, adaptive reuse if you will. Adaptive reuse can provide for conservation 
not only of energy but of other resources for which replacement is either non- 
existent or costly. In testimony given to a House subcommittee on economics, 
William L. Slayton, Hon. AIA, executive vice president of The American Institute 
of Architects, has said that AIA recommends that grants for the rehabilitation of 
existing buildings should give priority to energy-conscious redesign and retrofitting 
and that Congress, in fiscal 1978, should emphasize rehabilitation of retrofitting 
over the construction of new facilities. 

Adaptive reuse of buildings is an important energy conserving measure. Re- 
examination of existing buildings for continued usage or for conversion to new 
uses must assume a greater importance as there is a considerably reduced energy 
requirement in building materials for the alteration of a building as compared to 
building replacements. At the same time, it is frequently true that older buildings, 
designed to be comfortable with less dependence on mechanical systems, can func- 
tion in the future with this same economy of energy consumption. Preservation of 
properties in the existing stock of buildings in our cities and towns began with a 
concern for historical buildings and maintaining them as museum pieces. Out of 
this concern is growing the awareness that adaptive reuse is a good economic 
motivator to support conservation goals as well as a viable beginning toward 
solving some of the ills of our urban areas. 

Our cities and towns are suffering from social/economic/political problems: 
social structures without the reinforcement of organization provided by families; 
no citizen participation in planning or in volunteerism of all sorts; and higher 
demands for services with their attendant costs. Rehabilitation and reuse of suit- 
able buildings in the cities and towns, while helping to conserve energy in con- 
struction, can be of major importance in helping to solve the cities’ problems. We 
can, by saving what we have, encourage people to both live and work in the cities as 
well as encourage new construction next door or down the block. 

It is up to design professionals, politicians at all levels, owners and users alike to 
work together, to consider the alternatives to continued decay and destruction and 
to achieve energy conservation through better utilization of our existing resources. 
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AN 


VIRGINIA SOCIETY 
AMERICAN INSTITUTE OF 
ARCHITECTS 


AUGUST 1977 


OO With the thought in mind that the 


majority of the subscribers and readers of 


this publication are not AIA members and 
are unaware of the recent changes in the 
State Organization, we would like to take 
this opportunity to briefly outline the new 
Virginia Society of the American Institute 
of Architects. 

The AIA in Virginia is presently 
operating within a framework which 
will provide the opportunity for united 
efforts in matters concerning statewide 
and national issues and at the same 
time allow the different regions a 
maximum amount of freedom of 
expression. 

The new organization consists of four 
Chapters under the umbrella of a State 
Society. The National Board of 
Directors of the AIA has approved the 
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establishment of the Virginia Society of 
the American Institute of Architects 
from the members of the Northern 
Virginia Chapter and the Virginia 
Chapter. The Board further approved 
the establishment of three 
Chapters from the existing sections of 
the Virginia Chapter. The four AIA 
Chapters resulting from these changes 
are the Northern Virginia Chapter, the 
James River Chapter, the Blue Ridge 
Chapter and the Tidewater Chapter. 
Each individual AIA member in 
Virginia is a member of a Chapter, the 
Virginia Society and the National AIA. 
In general he works through his 
Chapter in regard to problems of local 
practice, local government relations 
and community affairs. The principal 
areas of responsibility for the Virginia 


new 
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Society are Administration, Finance, 
Public Relations and Government 
Affairs. The AIA National organization 
works directly with Chapters in regard 
to issues of local practice. normal 
membership matters and accreditation 
of convention delegates, and deals with 
the Virginia Society in regard to 
legislative and design issues that are 

statewide or national in scope. 
The Public Relations Committee 
Virginia Society, AIA 


Ae QI, aie 


Edward A. Smith III. AIA 
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The University of Virginio's Health Sciences Library spons 
Jefferson Park Avenue between the University hospital and Jordan 
Hall, the medical education building. To eliminate traffic noise and 
vibration, porcelain enamel panels were suspended with acoustical 
hongers from the structural span and concrete floor slab. The span 
also has custom designed acoustical windows as well as carpeting in 


all public areas. 


EDITOR'S NOTE: This article was written by Wilhelm Moll, J.D., Professor and Director of the Health Sciences Library of 
the University of Virginia, Charlottesville, Virginia. Portions were previously published in the Bullerin of the Medical Library 


Association 64 (3) July, 1976. 


AFTER A DECADE or more of 
hoping, planning, and fund-raising, 
and a two year construction period, the 
new Health Sciences Library at the Uni- 
versity of Virginia in Charlottesville was 
opened to the public on August 8, 1975. 

The original library has been well 
attuned to a relatively small medical 
school and university. However, by 1970 
the sixty-seat medical library had com- 
pletely outlived its usefulness. The 
number of medical students had in- 
creased by 53%, or from 230 in 1930 to 
352 in 1970. Furthermore, almost one- 
half of the entire collection had to be 
housed in various storage areas on the 
grounds of the university. and was not 
immediately available to users. 
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LOCATION OF THE NEW LIBRARY 

In planning for the new Health 
Sciences Library, one of the main 
questions concerned its location. After 
much consideration, it was decided that 
the best place would be right in the 
middle of the medical center complex, 
between the university hospital and the 
large medical education, or basic 
sciences, building, also known as 
Jordan Hall. The major difficulty was 
that these buildings were separated by a 
four-lane highway, Jefferson Park 
Avenue. Despite this handicap, the 
decision was made to place the library 
at a ninety-degree angle to the street 
and to incorporate into it a pedestrian 
overpass, or walkway, that would be 
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connected with both the university 
hospital and the basic sciences build- 
ing. The new nursing school building, 
known as McLeod Hall, was situated a 
short distance from the proposed new 
site. 

During the planning, many objections 
were raised to constructing a library 
that would be located, in part, above a 
busy four-lane highway. It was argued 
that noise and vibrations caused by the 
traffic might disturb the readers. For- 
tunately, the architects were able to in- 
sulate the building in such a manner 
that the user is hardly aware that traffic 
passes right through the building, 
Many special features were adopted to 
eliminate street noises, including car- 
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peting їп all public service areas. 
Judging from the heavy use that is 
currently being made of the new library, 
one can only applaud the decision to 
place the building right in the middle of 
the medical center complex. 
VITAL STATISTICS 

Before a more detailed description of 
the new building is presented, some 
statistical data may be in order. The 
Health Sciences Library has an area of 
66,250 square feet gross and almost 
44,000 square feet net. The cost of the 
building was just over $3 million. 
Approximately fifty percent of this 
amount was financed through a federal 
grant*. Close to $1 million came from 
state funding, with the remainder being 
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contributed by donations from alumni 
and friends. The cost of construction 
was $2,350,000 or approximately $35 
per square foot. About $400,000 was 
spent on furnishings and interior equip- 
ment. The book storage capacity of the 
library is about 190,000 volumes, and 
there are about 500 seats for readers, 
including about 150 seats in sixteen 
seminar or viewing rooms of various 
sizes, 39 at “wet” carrels, and 69 at 
"dry" carrels. Office and work spaces 
have accommodations for thirty-five 
employees. 

In planning for the interior layout, 
the attempt was made to place related 
functions close to each other. Broadly 
speaking, the libbrary contains four dis- 
tinct areas. The largest area, on the 
bridge level, contains almost 25,000 
square feet of net usable space. The 
ground floor area on the south side of 
Jefferson Park Avenue is second largest, 
containing approximately 11,500 
square feet of net usable space. A 
smaller area of less than 6,000 square 
feet of net usable space is situated on 
the north side of Jefferson Park Avenue. 
Finally, a small shipping and receiving 
area of approximately 1,600 square feet 
net usable space, complete with a load- 
ing dock, is located in the basement 
level on the south side. 


THE BRIDGE LEVEL 

The only entrance to the library is off 
the pedestrian walkway on the bridge 
level. As the patron enters the library, 
he passes the circulation desk to his left. 
Adjoining the desk is the reserve book 
room, an area of about three hundred 
net square feet. The patron may enter 
this area to examine the reserve 
materials, which are housed on wall 
shelves and in filing cabinets. As the 
reserve book room is placed at the far 
end of the circulation desk, the 
circulation staff is able to assist the 
users of both the library and the reserve 
book area. 

Adjoining the reserve book room is a 
large open office area containing the 
reference staff of four. The reference 
area also contains a small, enclosed 
office for the TWX machine and other 
terminals. Immediately opposite the 
reference alcove are the Kardex (TM), 
the central inventory of the library's 
serials collection, and the public 
catalog. 

All of the technical services 
(acquisitions, gifts and exchanges, 
serials, binding, and cataloging) are 
located in a large room behind the cir- 
culation and reference areas. There is a 
staff lounge of approximately 760 net 
square feet, containing a small 


MILLER MANUFACTURING COMPANY 


STOCKTON STREET, 6TH TO 7TH 
POST OFFICE BOX 1356 
RICHMOND, VIRGINIA 23211 
PHONE 232-4551 


DISPLAY DIVISION is geared to develop and produce custom- 
tailored permanent display and merchandizing 


fixtures. 


BOX DIVISION specializes in the manufacture of boxes to a variety 
of industries; such as beverage cases, milk and 
bread boxes, fruit and vegetable crates. 


MILLWORK DIVISION to architectural specifications according to 
plans; specializing in residential, institutional, 
commercial and industrial millwork. 


MILLER HOMES DIVISION. Quality manufactured homes, rang- 


ing in size from 812 to 2800 sq. ft. They are be- 
coming increasingly popular throughout the 


country. 
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kitchen/refrigerator unit and lockers, 
and also a storage area for office 
supplies. 

An administrative suite, with offices 
for the director and the associate 
director, a small conference room, and 
a secretarial office, is located beside the 
reference area. 

The large reference and bibliography 
area houses reference books and some 
indexes and abstracts on shelves. It also 
contains twelve index tables, each seat- 
ing six readers, on which the latest 
volumes of the most important bio- 
medical indexes and abstracts are dis- 
played. There are, in addition, four 
seminar rooms, or small individual 
study rooms, as well as a typing room 
equipped with two free manual type- 
writers**, 

The reference and bibliography area 
is separated by swinging doors from the 
periodicals area, in which the serials 
collection (1950 to date) is shelved. This 
popular study and browsing area boasts 
a variety of seats, including tables and 
chairs of various sizes and "dry" 
carrels. 

One additional special feature on this 
level deserving mention is the twenty- 
four-hour reading room. This small 
area of about 420 net square feet 
accommodates sixteen readers, who 
may peruse a small collection of current 
journals and some reference books. The 
room, which has access to the outside 
corridor, is kept open and unsupervised 
even after the closing of the library, 
which usually takes place at midnight. 


THE GROUND LEVEL 

The lower levels of the library may be 
reached by either elevators or stairways. 
The current monographs in the bio- 
sciences may be found in a large area on 
the south side. Two additional more or 
less self-contained library units are 
located beside the monograph area. 
The first is the audio-visual information 
center, displaying a separate charge-out 
desk, storage and work areas for the 
staff, thirty-nine "wet" carrels, and 


* The granting agency was the Bureau 
of Health Manpower Education of the 
National Institutes of Health; the con- 
tract number was ICOS-PE-04295-01. 
** Two additional typing rooms are lo- 
cated on the ground level. 
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twelve individual viewing and соп- 
ference rooms. The rooms are all 
equipped with seventeen-inch color 
television receivers and players. 

The second unit is the history of 
medicine and rare book room, con- 
taining offices for the curator and his 
staff, storage stacks, display cases, and 
reading areas. 

On the other side of the street is 
located an area of approximately six 
thousand square feet, equipped with 
carrels and reading tables, as well as the 
Elecompack (TM) shelves. The latter 
are motorized book shelves that travel 
on rails and eliminate most of the aisles 
existing in regular book stack areas. 
Special safety bars prevent accidents, or 
damage to materials which might have 
accidentally dropped into the aisle. The 
area could accommodate up to seventy 
thousand volumes. Currently, it houses 
the library's serials collection of pre- 
1950 vintage and a large number of 
older medical and nursing monographs. 


CLOSED-CIRCUIT 
SURVEILLANCE SYSTEM 

In order to improve supervision by a 
small staff over large and dispersed 
areas of the new Health Sciences 
Library, television cameras were in- 
stalled in six areas that are far removed 
from the circulation desk. A monitor at 
the circulation desk enables the staff to 
see at a glance how many users are 
occupying areas such as the history of 
medicine and rare book room, or the 
Elecompack room. The availability of 
this equipment has been helpful, 
especially during late evening and 
weekend hours. 


CONCLUSIONS 

Response of users and staff to the new 
facility has generally been enthusiastic. 
For the first time in many decades, it is 
possible to house the entire collection of 
over 111,000 volumes in one building. 
There are now, in addition to the 
regular work and storage areas, special 
areas for rare books and audiovisual 
materials. The audiovisual information 
center is spacious, consisting of about 
six thousand net square feet, and con- 
taining thirty-nine individual “wet” 
carrels and twelve viewing and con- 
ference rooms. 

The Elecompack motorized shelves 
for little-used serials and monographs, 
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and a closed-circuit television sur- 
veillance system, are also novel features 
for libraries in this area of the country. 
The new Health Sciences Library prom- 
ises to play a significant role in pro- 
viding study space, and in satisfying the 
informational needs of the University of 
Virginia Medical Center personnel and 
of physicians and health workers 
throughout Virginia. 
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THE CENTRAL library at the 
University of Richmond was built in 
1954 on a fine site overlooking West- 
hampton Lake and dominated the 
campus with its Gothic tower. By 1972 
the Boatwright Memorial Library con- 
tained 130,000 volumes and provided 
seats for 302 readers, just 10% of the 
student body. Books were overflowing 
shelves, the staff was crowded into inad- 
equate space, and the accommodations 
for students and faculty were falling be- 
hind national standards. 

As part of its "Our Time in History" 
Development Program, the University 
placed the improvement of the Library 
high on its agenda for the mid-70s. The 
concept of what constitutes a good uni- 
versity library had changed dramat- 
ically since the original Boatwright 
Memorial Library was built. The 
growth in the use of audio-visual 
materials had to be recognized, in fact, 
the name of this type of facility had now 
become “‘library/learning center," with 
all of the new types of informational 
media-records, tapes, slides, motion 
pictures, etc. — available in a concen- 
trated learning-resources area. Along 
with growth in the library's collection of 
books, magazines, documents and 
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manuscripts the library must also pro- 
vide for the use of microforms of all 
these media, involving suitably 
arranged and lighted space for the 
reading machines. 

The program for improving the 
library called for an increase of the 
book collection to 500,000 volumes, in- 
crease of seating capacity to accommo- 
date 1,000 students and 30 faculty 
members, equipping the library with 
materials and facilities to make use of 
the latest audio-visual and micro 
learning devices, and providing 
adequate offices and workrooms for the 
staff to operate the expanded 
acquisition, cataloging, reference and 
circulation activities. The space 
required for this enlarged program of 
learning resources was approximately 
90,000 sq. ft. goss. The ground floor of 
the existing library building was 
occupied by the business offices of the 
University, so only the three upper 
floors would be available for continued 
library use. These floors contained 
31,000 sq. ft. of space and the addition 
was therefore required to have 59,000 
sq. ft. of floor area. 

The architects had two alternatives 
for locating the addition to the library. 
One scheme was to extend the South 
Wing of the existing building down the 
sloping grass lawn to the road border- 
ing the lake. Another scheme was to 
place the addition at the West end of 
the building, running it down into a 
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wooded ravine. This plan, which was 
finally adopted, sacrificed a dozen large 
trees but preserved the wide sloping 
lawn down to the lake. 

Many problems were presented in 
designing the most efficient circulation 
and control plan for the library acti- 
vities in such an attenuated building. A 
major problem concerned the location 
of the main entrance and circulation 
lobby in the expanded building. 
Straightforward access at ground level 
of the existing building, without steps, 
was most desirable, but the ground 
floor of the existing building was still to 
be occupied by business offices, not 
library functions. The main entrance 
was placed at the juncture between the 
old and new buildings, and part of the 
circulation lobby was developed into a 
wide stairwell offering a view of the 
floor above and easy stairs inviting the 
patron up to the first floor which was a 
continuous "library floor" for the full 
length of the old and new buildings. 

The addition has two floors above the 
entrance floor, both connecting to 
floors of the existing building. There 
are also two floors in the addition below 
the entrance floor. The largest floor of 
the addition is the first story down from 
the entrance level. This floor extends 
South from the main building with a 
wide terrace as its roof. An open court 
penetrates the terrace, bringing natural 
light down to the reading areas and pro- 
viding a setting for sculpture exhibits. 

The Gothic design of the existing 
library building has been generally 
carried over into the addition, with 
justifiable liberties taken in the large- 
windowed bays which look out toward 
the lake and are exceptionally inviting 
to readers. The enlarged Boatwright 
Memorial Library was opened for the 
Fall Term in 1976. 

Job Management was by 
Associates, of Houston, Texas. 


C.M. 


Subcontractors & Suppliers 
(Richmond firms unless noted) 


E.G. Bowles Co., excavating, paving 
contractor & foundations; Edward L. 
Muller Construction Co., Inc., High- 
land Springs, concrete contractor, car- 
pentry & gypsum board contractor; 
Liphart Steel Co., Inc., structural steel 
& miscellaneous metal; Massey Con- 
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crete Corp., concrete supplier; United 
Masonry, Inc., Alexandria, masonry 
supplier & stonework contractor; Wool- 
ery Stone Co., Bloomington, Indiana, 
stonework supplier; and, Miller Mfg. 
Co., Inc., handrails, millwork, cabinets 
& wood doors. 

Also, Alexander Waterproofing Co., 
Inc., waterproofing; Superior Roofing 
& Sheet Metal, Inc., built-up roof; 
Evergreen Slate Co., Granville, N.Y., 
slate roofing; SDG, Incorporated, 
glazing contractor; Marmet Corp., win- 
dows; Hidell Builder’s Supply, Austin, 


Texas, hardware supplier; Oliva & 
Lazzuri, Inc., ceramic tile; Manson & 
Utley, Inc., acoustical treatment & 
resilient tile; and, Thalhimer's In- 
dustrial Sales Corp., Bigelow carpet. 
And, Glidewell Bros., Inc., painting 
contractor & wall covering; MAB 
Paints, paint supplier; M.A. Bruder & 
Sons, Inc., Broomall, Pa., paint manu- 
facturer; Dover Elevator Co., elevators; 
Harris Heating & Plumbing Co., Inc., 
plumbing/heating/ventilating 
tractor; and, Ben Collier, 


con- 
Inc.. 


electrical contractor. 
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Only a product of Nature can provide such dependable service 
under hard usage conditions. Natural Slate is sanitary, durable, 
strong, non-absorptive and will not contract or expand. 


For your protection insist on Slate quarried in Pennsylvania, U.S.A. 


THE STRUCTURAL SLATE CO. 
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Bill Fabry Reproduction & Supply 
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Tus NEW BUILDING for the 
Public Library for Parkersburg and 
Wood County opened its doors in Feb- 
ruary 1976. The site selected for the 
building posed some challenging prob- 
lems for the architects, but resulted in 
an unusual and interesting plan. 
Bounded on two sides by city streets 
forming an acute angle, and on the 
other two sides by property lines creat- 
ing more odd angles, any conventional 
rectangular plan was out of the 
question. The space requirements set 
forth by the Library Board were such 
that a single level building was 
impossible, and even with a two-level 
plan every square foot available within 
the zoning setback lines had to be used. 

Fortunately the contours of the land 
were such that a slope of approximately 
nine feet between opposite corners 
made it possible to develop a plan with 
grade-level entrances at each floor. 

The main entrance, on the upper 
level, faces the major highway. A 
graceful curved ramp from the main en- 
trance plaza leads to an attractive land- 
scaped court at the lower level entrance. 

Entering at the main entrance, the 
circulation desk controls the major 
public areas: the Adult Reading Room 
on the right, and the Children's 
Reading Room on the left. Librarians’ 
offices and a listening room are cen- 
trally located, with the bookmobile and 
extension service offices at the rear of 
the building. An elevator leads to the 
lower level which accommodates a great 
many activities: administrative offices 
and processing rooms, audio-visual, art, 
and listening rooms, and a reading room 
nearly as large as the one above. 

At the heart of the lower level is a 
multi-purpose meeting room, 
approached through a large exhibit 
foyer opening out to the landscaped 
court. These rooms, served by a small 
kitchenette, provide a much 
appreciated facility for public functions 
independent of normal library 
operations. 

Windows are arranged to prevent un- 
wanted sunlight falling on books or 
readers, yet allowing pleasant outlooks 
from all reading rooms. 

Construction is steel frame, rein- 
forced concrete foundation walls, floor 
slabs and roof slab. Interior partitions 
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PARKERSBURG AND WOOD COUNTY PUBLIC LIBRARY 


BAILEY AND GARDNER, AIA - ARCHITECT 


EARL C. STEPHENS - Consulting Architect 
BROOKS E. WIGGINTON - Landscape Architect 
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Consulting Engineer 

Mechanical/Electrical 
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Structural 
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are gypsum drywall on metal studs. 
Ceilings in reading room« are composite 
type accommodating air conditioning 
diffuser strips. lighting end acoustic 


material. Building exterior is faced with 
white rough-textured concrete ‘‘split- 
blocks." Windows and doors are dark 
bronze anodized aluminum. 


TRUMBO 


ELECTRIC, INC. 
703-896-7095 
Broadway, Va. 22815 


Virginia 
State Reg. 
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230 Court Square 


Route 29—North 


DUNCAN-BROWN INSURANCE AGENCY 
Phone 295-9740 


LYNCHBURG STEEL & SPECIALTY CO. 


STRUCTURAL & MISCELLANEOUS STEEL FABRICATION 


COMMERCIAL — INDUSTRIAL 
Phone 847-0951 


Carl E. Stephens Construction Co., of 
Parkersburg, W.Va., was the general 
tontractor and handled foundations, 
concrete work, reinforcing, masonry 
work (Centurial/Marietta Concrete Co., 
masonry supplier and Brixment, mor- 
tar) stonework, carpentry, structural 
wood and caulking. 


peus & Manuel, 
Inc. 
ESTABLISHED 1937 
St. Reg, 4269 


Phone 622-7063 537 W. 21st Street 
NORFOLK, VA, 25517 


Charlottesville, Va. 22901 
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GENERAL ELECTRIC APPLIANCES 


Phone 804-748-5821 
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Interior—Exterior 


W. A. (Bill) Wingfield 
409 E. Laburnum Ave. 


CITY WIDE DECORATORS, INC. 
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Brush—Spray 
Visit Our Retoil Store 
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Richmond, Va. 23222 
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Phone 703-354-3600 
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SPRINGFIELD, VA. 22150 
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Subcontractors & Suppliers 
(Parkersburg, W.Va. unless noted) 
S.E.T. Excavating, Inc., excavating; 

Blacks Total Landscaping, sodding. 
seeding, etc. & landscaping; Brown 
Asphalt Paving Co., paving contractor; 
Criss Concrete Co., concrete supplier; 
General Fabricators, Inc., steel supplier 
& steel joists; Mid-Continent Erection 
Corp., steel erection & steel roof deck; 
Wheeling Steel, Wheeling, W. Va., roof 
deck (other); Parkersburg Lumber Co., 
millwork & cabinets; Tri-State Roofing 
& Sheet Metal Co., waterproofing, 
built-up roof, roofing (other) & founda- 
tion insulation; T & F Systems Co., 
Cleveland, Ohio, roof insulation; 
Partitions, Inc. of W.Va., wall insula- 
tion,gypsum board contractor & 
acoustical treatment; and, PPG In- 
dustries, glass & glazing contractor. 
Also, O.F. Henry Co., Charleston, 
W.Va.. metal doors & frames & hard- 
ware supplier; Kawneer windows & 
window walls; G.A. Glascow, Wheeling, 
W.Va., ceramic tile & resilient tile; 
Schenley Floors, Pittsburgh, Pa., carpet; 
Tree Corp.. Dayton, Ohio, painting con- 
tractor (Devoe Paint) & wall covering; 
Dover Elevator Co., Cincinnati, Ohio, 
elevators; Brewer & Co., Huntington, 
W.Va.. sprinkler contractor; and, 
Chapman Corp. Washington, Pa.. 
plumbing/heating/ventilating/air con- 
ditioning/electrical contractor. 


GRAY 
LUMBER 
COMPANY 


Trubark Pine-Mulch 


One of the original Pine bark 


mulches endorsed by leading 
Landscape Architects, Landscape 
Contractors, Nurserymen and Gar- 


den Centers. 


Phone 804-834-2292 
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HEADQUARTERS FACILITY FOR 
NATIONAL EDUCATION ORGANIZATION 
BENHAM-BLAIR-WINESETT-DUKE, INC. - ARCHITECT/ENGINEER 


BUFORD W. DUKE, JR. - Designer 


RUSSELL D. EMBS - Project Manager 


DESIGNERS CONSORTIUM 
Interior Design 


E. H. GLOVER, INC. 
General Contractor 


J. ALEXANDER 
Photography 
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NATIONAL D.E.C.A. Center is a remarkable example 
of the Team Concept of Design with the owner as an integral 
part of the Design Team. Because the Distributive Education 
Clubs of America represents approximately 50,000 students 
nationally, the client wanted every member to be free to 
participate and offer his suggestions. The architects looked 
upon this cumbersome requirement, not as a problem, but as 
an opportunity. 

The programming stage became the most important phase 
of the design process, not because the building had any 
overwhelming functional constraints, but because the 
building had overwhelming philosophical demands. A series 
of “Charrette Workshops” were held at all levels of D.E.C.A. 
with the main theme being the development of a 
philosophical concept. The client was asked to develop a 
series of adjectives which best described D.E.C.A. 

The list of adjectives was simplified into a concensus shown 
below. Generally, the building would: 

e "emphasize youth”. . . "up to date" 

* "warm and welcome" 

* “represent D.E.C.A. principles,” i.e., free enterprise 
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Other: 

* Freedom 

* Elegance 

* Solid, Businesslike 

* Responsible, Dignified 

The Team proceeded from “Adjectives to Architecture" in 
its next series of Charrettes . . . Youth was expressed as "up 
to date," "fluid," "sculptural"; "Warm and Welcome" as 
open, free flow of space, interpenetration of levels; 
“Freedom, Patriotism and Enterprise" were expressed with 
graphics. 

The Hall of Recognition becomes a gallery leading to the 
center, or Rotunda, where a "welcome" greeting can be 
given. All functional spaces (staff offices) wrap around, 
along, and open into these two major spaces at both levels of 
the facility with a hierarchical arrangement of public 
functions, i.e., Library, Conference Center, Dining, etc. and 
Executive Offices grouped around the Rotunda and normal 
working departmental offices along the "spinal cord" or 
"backbone," the Hall of Recognition. The philosophical 
expressions were conceived around a rational functional 
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framework (a 24' x 24' structural grid) with spaces which 
were arranged for efficient traffic for visitors and staff alike. The 
above architectural concepts were expressed in the simplest 
"palette" of materials which were compatible with the building's 
form. Energy conservation was the prime consideration in 
selection of the exterior skin or envelope. Horizontal insulated 
glass bands with 6” steel stud wall containing 6” of batt insulation 
and metal lath and plaster exterior finish. The lath and plaster 
expression proved to be extremely compatible with the sculptural 
form of the facility. 

Finally, and not the least important, the building was 
conceived to be among a series of individual buildings in a 
campus master plan of Education Associations. To contrast 
and give individuality to D.E.C.A. and yet be compatible with 
its neighbors, the architect chose to develop the building 
color and texture in its entirety to reflect the trim materials of 
the other facilities and to continue the master plan concepts 
by placing the building mass at the edge of the “commons” 
and the parking/autos toward the perimeter service road with 
connecting pedestrian circulation. 

The mechanical system is designed to save energy by 


sever 
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incorporating heat recovery wheels in the exhaust and outside 
air system. 

The highly insulated walls and roof will provide a high 
resistance to heat transfer which reduces the size of the 
heating and cooling equipment when compared to a 
conventional system. The system is designed to give necessary 
individual controls in the exterior area. The mechanical 
system is comprised of reciprocating chillers and one air 
handling unit located in the basement, serves all three floors. 

The exterior wall system consists of drywall steel studs, 6 
batt insulation and an exposed aggregate and plaster finish, 
giving a О value of .05. All glass areas are insulated and 
tinted with large areas shaded by soffits and recessed to 
minimize solar loads. 

E.H. Glover, Inc. of Bailey's Crossroads was general 
contractor. 
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Subcontractors & Suppliers 

Rodgers Excavation Co., Inc., Fairfax, excavating; Chapel 
Valley Nursery, Woodbine, Md., sodding, seeding, etc., 
landscaping & landscaping contractor; Arlington Asphalt 
Co., Arlington, paving contractor; Wilkes Construction, Inc., 
Rockville, Md., foundations & concrete contractor; 
Trowbridge Steel Co., Inc., Leesburg, reinforcing; Virginia 
Concrete Co., Inc., Springfield, concrete supplier; Arch 
Masonry, Inc., Falls Church, masonry contractor; and, James 
Steel Fabricators, Inc., Alexandria, steel 
supplier/erection/joists/roof deck, miscellaneous metal & 
handrails. 

Also, Arlington Woodworking & Lumber Co., Inc., 
McLean, carpentry, structural wood, millwork & wood doors; 
Miller Kitchen, Falls Church, cabinets; Peter Gordon Co., 
Inc., Washington, D.C., waterproofing; Higham Co., Inc., 
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Alexandria, caulking, painting contractor & wall covering; 
Perrin & Martin, Inc. Arlington, built-up roof, roof 
insulation, sheet metal & heating/ventilating/air condition- 
ing contractor; Dodd Brothers, Inc., Falls Church, wail 
insulation, plaster contractor, gypsum board contractor & 
finestone; and, Associated Glass Co., Inc., Fairfax, glass, 
glazing contractor, windows & window walls. 


And, W.L. Frazier, Fairfax, metal doors & frames; Fries, 
Beall & Sharp Co., Springfield, hardware supplier; U.S. Tile 
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Heating & Air Conditioning, Inc. 
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& Marble Co., Inc., Washington, D.C., ceramic tile; Fairfax 
Tile & Linoleum Co., Inc., Springfield, resilient tile & carpet; 
Montgomery Elevator Co., Rockville, Md., elevators; Fire 
Protection Systems, Inc., Fairfax, sprinkler contractor; 
Thomas Somerville Co., Washington, D.C., plumbing fixture 
supplier; Dittmar Co., Arlington, plumbing contractor; 
Dominion Electric Supply Co., Inc., Arlington, lighting 
fixtures/electrical equipment supplier; Carter Electric Co., 
Arcola, electrical contractor; and, Standard Acoustics, Inc., 
Washington, D.C., folding doors. 


L. C. SMITH, INC. 
Brick Specialist Since 1932 


Serving 


Northern Virginia 
Metropolitan Washington & Maryland 
Phone 703-751-5420 
5920 Farrington Ave., Alexandria, Va. 22304 
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Tue NEW Post Office and Locator 
at Fort Eustis is designed to combine 
two separate but related postal func- 
tions into ай integrated facility. The lo- 
cator section of this facility comple- 
ments the normal post office functions 
by providing a postal holding service for 
military personnel in transit to and 
from the installation. Further, the 
locator maintains address records for 
personnel currently or previously 
stationed at Fort Eustis. 

The post office and the locator elements 
are physically situated so that either may 
operate independently when required but 
both elements may also work jointly. 

The post office contains a customer 
service area as well as a large open work 
room and supporting spaces for mail 
processing and employee convenience. 
A lookout gallery provides a convenient 
area for surveillance of work and public 
areas by postal inspectors. 

The locator has general work and 
record-keeping spaces. It is directly 
connected to the post office but has its 
own public and service entrances. The 


POST OFFICE AND LOCATOR 


FORT EUSTIS 


FORREST COILE AND ASSOCIATES 
ARCHITECT/ENGINEER 


BOYCE BLANCHARD ASSOCIATES 


Consulting Engineer, Mechanical/Electrical 


R. C. HUDSON & ASSOC. INC. & COCHRAN CONSTRUCTION CO. 


loading area includes an extended ramp 
and platform serving both the post 
office and the locator. 

The site chosen for this facility in- 
cluded a grove of oak trees to the north 
and west. These natural surroundings 
were retained and the structure was 
situated on the south half of the site. 

The Post Office and Locator was set 
within the existing Community Center 
area at Fort Eustis and exterior com- 
ponents as well as general building con- 
figuration were selected to blend 
naturally with the dominant design 
themes of this building complex. The 
face brick, for example, is identical to 
that used on the Main Exchange Build- 
ing which is the primary element of the 
Community Center. A four foot wide 
precast concrete fascia further echoes 
the theme of this complex. 

Massing of the building's components 
was consciously chosen to allow a 
changing pattern of shadows on an 
otherwise starkly functional facade. 

General contractors in a joint venture 
were R.C. Hudson & Associates, Inc., 


General Contractors, Joint Venture 


Va. Beach, and Cochran Construction 
Co., Hampton. 
Subcontractors & Suppliers 
(Hampton firms unless noted) 

Pembroke Construction Co., Inc., site 
work; United of Norfolk, Inc., Grafton, 
masonry supplier; Virginia Steel, Inc., 
steel erection; Fett Roofing & Sheet 
Metal Co., Inc., Va. Beach, sheet metal, 
roofing & roof insulation; Tidewater 
Glass & Mirror, Inc., aluminum doors 
& frames; VSC Plastering, Inc., 
gypsum wall board, acoustical ceiling 
tiles, stucco & asbestos panels; and, 
Pompei Tile Co., Inc., Newport News, 
tile & terrazzo. 

Southeastern Tile & Rug Co., Inc., re- 
silient tile, carpet & asphalt planking; 
Shaw Paint & Wall Paper Co., Inc., 
Hampton, painting contractor; War- 
wick Air Conditioning, Inc., plumbing 
& insulation; Bodner & Manuel, Inc., 
Norfolk, heating/ventilating/air condi- 
tioning contractor & insulation; and, P. 
& W Electric Co, Inc. lighting 
fixtures/electrical equipment supplier 
& electrical contractor. 


. FOY M. KING 
THE DESIGN COLLABORATIVE 


RESIDENCE FOR 
MR. & MRS 


(FORMERLY ARANYI, MURRELL AND ASSOCIATES) 


ARCHITECT 


MR. FOY M. KING, Owner/General Contractor 


LASZLO ARANYI, Photography 


SoMETIME IN 1972, Mr. and 
Mrs. Foy King came to the architect's 
office to have a house designed for 
them. 

They had a very nice piece of property 
in Thalia (Virginia Beach). The lot was 
a peninsula - surrounded by water on 
three sides. The trees were so close to 
each other it was very difficult to get 
around. 

They were contemplating building a 
two-story house in the usual manner — 
living area on the first floor and sleep- 
ing quarters on the second level. Having 
walked around the site for awhile, the 
thought came to mind that if most of 
the trees were left (which they should 
be), the first floor living area would 
have very little view except for tree 
trunks. 

The logical step was to turn the house 
"upside-down" and have the living area 
on top, providing a beautiful view. This 
would also make it possible to have an 
interesting ceiling line with clerestory win- 
dows, skylights, etc., in the living space. 

The only task at this point was con- 
vincing the client that this was a good 
solution. This is generally much more 


difficult than it sounds. Often there аге 
good solutions to problems, but if the 
solutions are unconventional, the 
clients will not accept them. In this 
case, however, after the initial shock 
and some deliberation, they decided the 
advantages far outweighed the draw- 
backs. 
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Today the Kings enjoy an unusual 
house. The entire living area is bathed 
in natural light coming from all 
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every part of the house. It almost gives 
the feeling of living in the trees. 

The entrance features a curving stair 
suspended from the roof, and the stair 
hall is open to the living room above, 
making it an inviting entrance and an 
easy transition up to the second floor. 

The top of the garage doubles as a 
huge outdoor deck in the front, and in 
the rear there is another deck which has 
a tree protruding through it. The bed- 
rooms — all five — are on the ground 
floor. 


Some of the other ideas incorporated 
in this home were: 


1. Sloping ceilings — In most homes 
the attic space is eliminated and that 
space is added to the rooms visually. 
Even small rooms look large this way. 


2. Continue ceiling lines through 
several rooms, creating an illusion of 
larger rooms. 


3. Generous glass areas (insulated 
glass, of course) to take advantage of 
good views and expand inside space 
through long exterior vistas. 


4. Combine rooms where privacy or 
sound is not a problem. Formal dining 
rooms are generally unnecessary. 


5. Living rooms become "lived in" 
rooms and not just an exhibit area for 
expensive museum pieces that no one 
dare touch, let alone use. This is usually 
а reason for a "family room" where 
people feel comfortable. With the high 
cost of construction and the energy 
shortage, no room should be unused. 


Mr. Foy M. King of Virginia Beach, 
the owner, acted as his own general con- 
tractor. 


Subcontractors & Suppliers 

Lone Star Industries, Inc., Norfolk. 
concrete supplier; Kempsville Building 
Materials, Inc., Va. Beach, carpentry 
supplier, structural wood, millwork 
supplier & wood doors & windows 
supplier; King Industries, Va. Beach, 
resilient tile, carpet & special flooring; 
L & S Heating & Air Conditioning, Ltd., 
Chesapeake, ^ heating/ventilating/air 
conditioning contractor; House of 
Lighting, Va. Beach, lighting fixtures 


supplier; and, AAA Electric Co., 
Norfolk, electrical contractor. 
Founded 1878 


BANK OF SMITHFIELD 
BYRON R. DICKSON, JR. - ARCHITECT 


LAWRENCE E. PERRY, Consulting Engineer, Mechanical/Electrical 


RICHARD L. WILLIAMS, Consulting Engineer, Structural 


THE DESIGN/BUILD TEAM, Project Coordinator 


DAYS CONSTRUCTION CO., INC., General Contractor 


THE BANK OF Smithfield has 
begun construction of a new 7,550 
square foot main office immediately 
west of its present main office at 103 
Main Street, Smithfield. Architecture 
of the new building has been designed 
to complement the old courthouse 
immediately across the street and to 
coordinate with developing plans for 
restoration of Old Towne Smithfield. 

The new main office will be a two- 
story Colonial design faced in red brick 
and will feature seven dormers on the 
front and rear of the second story, a re- 
cessed, brick-columned portico at the 
Main Street entrance, and twin 
chimneys flanking each end to lend 
architectural balance and authenticity 
to the Colonial design. Brick paving will 
lead customers to pedestrian accesses 
through the Main Street entrance and a 
second entrance at the west end of the 
building. АП exterior lighting on cus- 
tomer entrance sides of the building 
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will be lanterns of the type used in the 
Smithfield beautification program. 
Automobiles will have access from 
Cedar Street at the rear of the site to a 
parking area for some 58 cars and three 
days drive-in banking lanes at the rear of the 
new office. The drive-up units will be a 
construction company, Inc visual auto teller system using three 
РО Box 5° Salem, Va * 24153 staggered lanes which will be served by 
BRON EOD Aer DAU tellers with remote equipment while 
providing unobstructed visual contact 
between teller and customer. The 
system will be capable of expansion to a 
fourth lane. 
£e dt The full service office will offer a 
(WAG UA OSE > covered night depository, safe deposit, 
— ج‎ 5 ШИЛ and seven in-lobby teller windows. 
Interior decor will follow the Colonial 


408 West Broad St. 804-643-6658 theme with touches typical of the period 


including crown molding and chair rail. 


RICHMON D, VA. А portion of the ceiling above the main 


banking floor will be recessed and fitted 
with paired chandeliers. 


building with integrity 


Т, Н. Maddux and Co., Inc. The second story will house a board 

ELMO E. BALL IH, PRES, room, bookkeeping operations, a record 

LUMBER — MILLWORK — BRICK — BLOCK — BUILDING MATERIALS retention vault, and an employee 
(Met) 471-9250 Phones 364-1531 lounge. 


Construction of the new office was 
scheduled to begin in early January and 
completion is expected in the fourth 


Daniels & Ingram Masonry Contractors quarter of 1977. Area subcontractors 
will be primarily used. 


Quality Masonry and Materials : e : 
И Space in the present main office will 
RESIDENTIAL — COMMERCIAL — INDUSTRIAL е Безне А 
312 №. Westover Ave. Phone 526-1045 ا‎ и 
Colonial Heights, Virginia but the existing remote drive-in will be 
razed. 
ү с Days Construction Co., Inc, of 
Salem, is general contractor. 

THE POOLE & KENT CORP. Subcontractors & Suppliers 
Blair Brothers, Inc., Suffolk, 
А excavating; Farmers Service Co., 
Mechanical Contractors Smithfield, concrete contractor; Valley 
Steel Corp., Salem, reinforcing; Daniels 
i & Ingram Masonry Contractors, 
POOLE 1 Colonial Heights, masonry contractor; 
| Barnum-Bruns Iron Works, Inc., 


Marshall, Virginia 22115 


Chesapeake, steel supplier; and, 
Marion Glass & Aluminum, Salem, 


= wj glass & glazing contractor. 
Also, Skyline Paint & Hardware, 


Roanoke, metal doors & frames & 


CoMMERCIAL * INDUSTRIAL * INSTITUTIONAL hardware supplier; Hesse & Hurt, Inc., 
е m 3 Roanoke, painting contractor & wall 

T, PRANKS WILIAMS covering; R.F. Scott, Smithfield, 

Vice President & Division Manager plumbing/heating/ventilating a 


tractor; B.D. Willard Co., Inc., 


3204 Rosedale Ave. Dial 359-1361 H (or. ЕСЕМ contracto d 

ICHMOND, VIRGINIA 2323 D E IM pem 

RIC 23230 E L.F. Chiselbrook, Newport News, 
correspondence lift. 
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Q FASHION Ө 


CENTER 


Dreamed of owning & operating 
your very own ladies boutique? 
Our program includes fixtures, 
training, grand opening, continu- 
ing assistance & beginning inven- 
tory NO EXPERIENCE NECES- 
SARY. All this for as little as 
$12,500. Call SOUTHERN BELLE 
FASHIONS TODAY TOLL FREE 
1-800-874-4780 ext. 320. 


UNITED SPRINKLER CO., INC. 


St. Reg. #13019 


Sprinkler Systems 


Lowe & Nelson 


Білайн & Heatins Industrial — Commercial 
) г Hea " & : 3 

3: С, : m Warehouses & Shopping Centers 
orp. 


St. Reg. #4583 
Phone 703-550-9250 
Phone 344-5834 


1817 Salem Avenue 
ROANOKE, VIRGINIA 24010 


8454 Terminal Road, Newington, Va. 22122 


Robert H. Feagans Co., 
Inc. 


General Contractors 


put Cleaver b Brooks 


In Your Plans... 


St. Reg. #8193 


COMMERCIAL — INDUSTRIAL 


Phone (804) 846-4679 
Р. О. Box 1330 
LYNCHBURG, VA. 


DWIGHT SNEAD 
LANDSCAPING 


PAVING CONTRACTORS 


Residential—Commercial 


* Driveways & Parking Lots 
A Specialty 

* Repairing 

* Surface Treatment 

* Asphalt Sealer 


There’s a World of Difference ! 


W. WALLACE NEALE CO. 


2307 WESTWOOD AVENUE RICHMOND, VIRGINIA 23230 
TELEPHONE 355.7484 


Serving Richmond and Vicinity 


Dial 262-4378 


2813 Lito Road 
Manakin-Sabot, Virginia 23103 
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EXECUTIVE TERMINAL 
PIEDMONT AVIATION, INC. 


ROANOKE 


BYRON R. DICKSON, JR. - ARCHITECT 


VIRGINIA RECORD 
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THE ANTICIPATION of Roanoke's first full-service 
General Aviation Facility has come to realization on a 14 acre 
tract at Woodrum Field. 

Formal opening ceremonies were held early in December 
for the new $1 million complex developed by Piedmont 
Aviation, Inc. Mr. H.T. Davis, Piedmont President, 
expressed confidence in the future of general aviation, 
particularly in Virginia. He noted that the Roanoke 
operation was the second of four Piedmont operations in the 
Commonwealth, which include facilities at Richmond, 
Norfolk and Manassas. 

Focal point of the Roanoke operation is the Executive 
Terminal building. Visitors arriving either by plane from the 
extensive ramp area or by car have direct access to the plush 
main lobby which divides the structure into two activities. On 
one side are the Executive, Marketing and Sales areas. 
Across the lobby is the pilot support area which includes 
pilots’ lounge, briefing room, Aero-Club, refreshment center 
and toilets. 

The Aero Club concept is a first for the Piedmont 
organization. The nationally franchised system provides each 
member access to an economical fleet of all new Beech light 
aircraft which are professionally maintained by factory- 
trained personnel. The Club Pro is the Chief flight instructor. 

The largest structure within the terminal complex is a 
32,000 square foot maintenance and storage hangar. The 
maintenance section has been configured to assist the highly 


LAWRENCE E. PERRY RICHARD L. WILLIAMS 
Consulting Engineer Consulting Engineer 
Mechanical/Electrical Structural 


THE DESIGN/BUILD TEAM, Project Coordinator 


DAYS CONSTRUCTION CO., INC., General Contractor 
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qualified personnel in providing the exceptional standards of 
performance required by the aviation industry. 

In addition to the general airframe and engine shops, there 
is also provided a radio shop, two battery shops, an extensive 
parts department, maintenance library, offices, locker 
facilities and customer waiting lounge. Ample materials 
storage areas are abundant. The aircraft storage section 
occupies almost one-half of the total hangar and provides 
heated refuge for several corporate and personal aircraft. 

Additional storage capability is provided in the T-hangar 
building which houses planes in individual compartments. 
This facility presently has a ten unit capacity, however, 
expansion ground has been reserved for an additional 70 
units. 

The hangar facilities are steel frame structures clad in 
metal siding. Custom steel doors mounted on roller-bearing 
wheels and power operated enable speedy handling of large 
aircraft in and out of the main hangar building. The terminal 
building is wood frame construction with brick veneer and 
metal fascia. All executive and customer areas are air 
conditioned. 

А fuel farm has been constructed to the east of the main 
hangar and supplies the growing general aviation fuel 
demand. 

Service and assistance are the hallmark of the Piedmont 
presence. In addition to the above facility improvement, 
customer care activities abound. Courtesy transportation is 
provided around the clock. An outdoor observation patio has 
been constructed to assist plane watchers to pursue their 
favorite pastime. The total complex has been provided an 
elaborate inter-communications network which expedites 
customer assistance. Piedmont also provides a catering 
service for transient and home-based aircraft. 

Early in 1975 the City of Roanoke selected Piedmont as the 
fixed base operator at Woodrum Field under a 25 year 
contract with the city. After project commencement in 
January of 1976 the design/build delivery was completed 11 


THOMAS HARRIS & COMPANY 


Quality Lighting—Electric Specialties 


Manufacturers’ Representatives 


Strategic Office Locations For Your Convenience 


RICHMOND ROANOKE VA BEACH BURKE 

BILL MASON BOB DAVIS JOHN JORDAN н C. SMITH 
Р О Box 9195 Р О Box 4095 Р О Box 238 Р О Box 167 
Pho 264-2851 Pho. 774.6029 Pho. 422-1461 Pho. 978.4433 


months later. The fact that the major team principals are 
active pilots contributed greatly to a unique understanding 
and appreciation of the special needs of this type of 
construction. 

Days Construction Co., Inc. of Salem was general 
contractor and handled sodding, seeding, etc., landscaping, 
landscaping work, foundations, concrete work, reinforcing, 
masonry work, steel erection, carpentry, waterproofing, caulking, 
roof and wall insulation, painting, wall covering and specialties. 

Subcontractors & Suppliers 
(Salem firms unless noted) 

Thomas Brothers, Inc., excavating; L.H. Sawyer Paving 
Co., Inc., paving contractor; Salem Ready Mix Concrete, 
Inc., concrete supplier; Webster Brick Co., Inc., Roanoke, 
masonry supplier; Landmark Lumber & Supply, Inc., 
mortar; Structural Steel Co., Inc., Roanoke, steel supplier, 
steel grating, miscellaneous metal & handrails; Timber Truss 
Housing Systems, wood doors & structural wood; Piedmont 
Fabricators, Winston-Salem, N.C., millwork, paneling & 
cabinets; Armco Steel Corp., Middletown, Ohio, steel roof 
deck & other roofing; John Н. Hancock, Jr., steel joists; Bud 
Weaver Sheet Metal Co., Roanoke, sheet metal & 
ventilating/air conditioning contractor; and, Marion Glass & 
Aluminum, glass, glazing contractor, windows, window wall 
& storefront. 

Also, Skyline Paint & Hardware, Inc., Roanoke, metal 
doors & frames & hardware supplier; Acoustical Services, 
Inc., plaster contractor, gypsum board contractor, acoustical 
treatment & resilient tile; Feather Tile Co., Roanoke, 
ceramic tile; Patcraft Mills, Dalton, Ga., carpet; PPG 
Industries, Inc., Roanoke, paint supplier/manufacturer; 
Warner Supply Co., Roanoke, plumbing fixture supplier; 
Dickerson-Trent, Inc., Roanoke, plumbing/heating 
contractor; Williams Supply Co., Roanoke, lighting 
fixtures/electrical equipment supplier; Newcomb Electric 
Co., Inc., Roanoke, electrical contractor; and, Fleming Steel 
Co., New Castle, Pa., aircraft hangar doors. 


United Masonry, Inc. 
of Virginia 


ELLICOTT CITY MD 
J H HALE 


2501 McKensie Road 


Architectural Millwork 


CUSTOM MADE for 
BANKS — STORES — SCHOOLS — CHURCHES 


Ist € К Sts., SE 
WASHINGTON, D. С. 20003 


ГАМК WOODWORK СО., INC. 


Also Prefabricated Wood Parts ө Glued Laminated Construction 


Phone 202-488-1800 


BRICKLAYING 
CONTRACTORS 


Dial 
971-6840 


5621 VINE STREET 
ALEXANDRIA, VIRGINIA 22310 
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Davis H. Elliot Co., Inc. 


Telephone (703) 345-1545 
1946 — 1977 
ELECTRIC LINE CONSTRUCTION 
COMMERCIAL — INDUSTRIAL WIRING 


1920 Progress Drive, S.E. 
Roanoke, Va. 24013 


ARCHITECTURAL 
HARDWARE, INC. 
CORBIN 
CoMMERCIAL—HARDWARE 
Phone 358-9308 


2311 W. Main St. 


Richmond, Va. 23220 


RESCOM, INC. 


Custom Homes & Commercial Work 


Member of 


Phone 703-790-9111 


RABE 
ELECTRIC CO., 
INC. 


Electrical Contractors 
St. Reg. #5363 


H. L. WOMACK 


COMMERCIAL — INDUSTRIAL 
RESIDENTIAL 
ELECTRIC HEAT 


3084 Hull Street 
Richmond, Va. 23224 
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1446 Ingleside Ave., McLean, Va. 


Arlington Woodworking & Lumber 


— ARCHITECTURAL MILLWORK — 


1560 SPRING HiLL ROAD, McLean, VA. 22101 PHONE 893-4770 


Alexander Waterproofing Co., Inc. 


WATERPROOFING & RESTORATION CONTRACTORS 


Dial 262-2056 or Write P. O. Box 9625 
RICHMOND, VIRGINIA 23228 


W. M. BOWMAN, INC. 


St. Reg. #4751 
Electrical Contractors 
COMMERCIAL — INDUSTRIAL — MUNICIPAL 


Phone 804-732-6881 


3212 West Washington St. Petersburg, Va. 


Tubes ccm 


MANASSAS LUMBER CORP. 1 


BUILDING MATERIALS e LUMBER 
HARDWARE e MILLWORK ө PAINTS 


Phone 703-368-2141 
MANASSAS, VIRGINIA 


“CALLUS ua” 


S. Lewis Lionberger Co. 


“ , . . your full service commercial 
building contractor...” 


P. O. Box 4217 Telephone 342-8984 
2714 Roanoke Avenue, S.W. ROANOKE, VA 24015 
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FREEMASON STREET PARKING STRUCTURE 


NORFOLK 
LEAVITT ASSOCIATES - ARCHITECT 


RALPH H. BURKE ASSOCIATES - Parking Consultant 


Some OF THE largest precast 
EDWARD G. CARSON & ASSOCIATES - Landscape Architect and prestressed concrete members ever 
CHANDLER & GIBSON manufactured in the state were utilized 
in the construction of this automobile 
parking facility, erected to serve 
SCOPE, the Norfolk Cultural and Con- 


THOMAS S. HANSON & ASSOCIATES vention ‘Comer and а proposed Gor 
vention oriented hotel on the adjacent 


Consulting Engineer 
Mechanical/Electrical 


сметане — parcel and the nearby downtown 
commercial district. 
GERALD B. EWING The site contained only 97,730 square 
Lighting Consultant feet which necessitated a structure of 
seven stories to accommodate the 1540 
BASIC CONSTRUCTION COMPANY autos the parking garage was designed 
General Contractor to serve. Because peak use was expected 
to exceed greatly the normal parking 
COLONIAL HELICOPTERS, INC. requirements, the building was de- 
Photography signed so that half the structure may be 


used entirely independently. The other 
half may be closed, permitting 
economical, partial operation. The two 
halves are linked for joint use by means 
of crossovers mid-way between the 
second and third levels, fourth and fifth 
levels, and sixth and seventh levels 
which allow departing motorists to 
short circuit the system and enter the 
egress ramps without climbing all the 
way to the top. 

The site fronted on a single street 
complicating the efficient flow of 
traffic. Since it was required that all 
autos of the full garage be able to exit 
within 30 minutes after the end of a 
program at the SCOPE arena, the need 
for rapid exiting of the garage and the 


to tell the Virginia Story MAY 1977 PAGE THIRTY-NINE 


limitation posed by the single exit 
facade were solved by the use of double 
thread, interlocking ramps which 
permit a vehicle to reach the top level in 
just four, 360 degree turns instead of 
the eight turns which would be required 
for a single thread ramp of traditional 
design. Furthermore, the double thread 
allows autos to reach the top deck with 
just one-half the travel distance and 
therefore in one-half the time. 

Just forty feet away, the Moses Myers 
House, a restored 18th Century historic 
landmark, presented a serious visual 
problem. The seven-story high garage 
building which occupies its entire site 
easily could overwhelm the two-story 
residence, a popular feature on the Nor- 
folk tour. The sheer mass and height of 
the garage had to be ameliorated. 
Means were also needed to humanize 
the scale of the east and west eleva- 
tions because pedestrians were 
anticipated along both those sides. To 
solve both these problems, the east and 
west facades, faced with planters, were 
designed to recede at each level so this 
very large structure does not loom over- 
head and does not intimidate the 
passersby. The north and south eleva- 
tions were planned to abut major future 
structures so the need for fire separa- 
tion as well as concern for the 
appearance of the sloped ramp floors 
led to the closed design of the north and 
south walls. 


The column-free floors required the 
use of long span floor members and 
very large, sloped columns which, 
coupled with the post-tensioning re- 
quirements of the prestressed concrete 
design, resulted in a highly sophis- 
ticated structural system. It is ironic 
then that the resultant design has been 
referred to aphoristically as “the 
hanging gardens of Babylon," reminisc- 
ing an earlier, structurally naive, era. 


Except for the topping slabs on the 
floors and the cast-in-place concrete 
pile caps, walls and slabs on grade, the 
entire structure was constructed of pre- 
cast concrete elements. All structural 
members were prestressed. Some of the 
precast members are reported to be the 
largest ever transported overland. 


Lighting was carefully designed so 
that no light sources are visible to the 
oncoming motorist as he drives through 
the structure and no glare spills over to 
the exterior to disturb the low lighting 
level maintained at the Myers House. 
At the pedestrian level around the 
building, waist high, low voltage land- 
scape type, lighting fixtures are 
employed to relate to the restrained 
design spirit of the Colonial era Myers 
House. 


The exposed concrete materials were 
selected to harmonize in color and texture 
with the nearby Cultural and Con- 


SMITH ELECTRIC COMPANY 


Electrical Contractors 


Dial 340-2971 


Industrial—Commercial 


2814 Virginia Beach Boulevard 


Virginia Beach, Va. 23450 


BRUCE SCOTT CONSTRUCTION 


GENERAL 


CONTRACTING 


450 WEST BROAD STREET 
FALLS CHURCH, VA. 22046 
TELEPHONE 703/532-4315 


Key 


Fixture & Equipment, 
Inc. 


Lynchburg. Va. 


1829 Memorial Ave. 
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vention Center. Exposed aggregate con- 
crete precast wall panels and broken 
fluted faced cast-in-place concrete walls 
keep the architectural mood of down- 
town Norfolk. 

The computerized traffic control 
system detects the positions in the 
structure of all vehicles and, by means 
of automatically controlled electric 
signs, directs incoming drivers to the 
nearest parking area with a vacancy. 
Eight large capacity, high speed self 
programming elevators are provided to 
bring people to and from the parking 
decks. 

Because of the relatively complex 
scheme of traffic flow, directional signs 
abound and a location-reminder ticket 
stamping machine is mounted adjacent 
to each elevator door to help the 
motorist find his automobile. The 
ramps are color coded with super size 
graphics indicating the location 
designations. The building was com- 
pleted at the end of 1974 and awaits 
patiently its design load of 1,540 auto- 
mobiles. 

Basic Construction Company of New- 
port News was general contractor and 
handled foundations, concrete work 
and carpentry. 


Subcontractors & Suppliers 

From Newport News were: Water- 
front Lumber Co., Inc., millwork & 
cabinets; and, Warwick Plumbing & 
Heating Corp., sheet metal, sprinkler 
contractor, plumbing/heating/ventilat- 
ing/air conditioning contractor. 

Norfolk firms were: Hall-Hodges Co., 
Inc., reinforcing; Lone Star Industries, 
Inc., concrete supplier, prestressed con- 
crete, masonry supplier & mortar; W.F. 
Stier, Jr. Masonry Corp., masonry con- 
tractor; Roof Engineering Corp., built- 
up roof, other roofing & roof insulation; 
Walker & Laberge Co., Inc., glass, 
glazing contractor & storefront; Door 
Engineering Corp., metal doors & 
frames & hardware supplier; Febre & 
Co. of Norfolk, Inc., plaster contractor; 
Ajax Co., Inc., ceramic tile & resilient 
tile; E. Caligari & Son, Inc., painting 
contractor; PPG Industries, Inc., paint 
supplier/manufacturer; W.W. Moore 


& Sons, Inc, elevators; American 
Standard, plumbing fixtures; Westing- 
house Electric Supply, lighting 


fixtures/electrical equipment supplier; 
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and, Service Electric Corp. of Va., 
electrical contractor. 

Others were: Dal-Ray Contractors, 
Inc., Williamsburg, excavating; Welch 
Pile Driving Corp., Va. Beach, piling; 
Greenbrier Farms, Ltd. Chesapeake, 
sodding, seeding, etc., landscaping & 
landscaping contractor; Montague- 
Betts Co., Inc., steel supplier, 
miscellaneous metal & handrails; J.B. 
Eurell Co. of Va., Richmond, water- 
proofing; Herrin Brothers Erection Co., 
Inc., Portsmouth, caulking; Andco 
Industries, Inc., Greensboro, N.C., 
specialties; and Parking Products, Inc., 
Philadelphia, Pa., parking control 
equipment. 


NORTHERN VIRGINIA COMMUNITY COLLEGE 


PHASE І 
THE VVKR PARTNERSHIP - ARCHITECT/ENGINEER 
Е. Н. GLOVER, INC., General Contractor 


STEVE EGGLESTON, Photography 


Tue WOODBRIDGE Campus of 
Northern Virginia Community College 


is part of a statewide network in which te ta di PANNING, CONCEPTS a 


each campus is given a theme and compre е йду) 
curriculum emphasis. The theme of this 
campus is "ecology" and its curriculum 
stresses natural and political sciences as 
they relate to ecological goals in the job 
market. 

With the emphasis on ecology and the 
natural sciences, The VVKR Partner- 
ship developed a master plan which 
optimized the educational oppor- 
tunities within the site, and in doing 


үш ШШ site iac: 
(лейм compe into me dome 


are 


so made the site not only an exten- ies 

sion of the classroom, but a living, [ДТ ЛЛ 
functioning laboratory, giving the stu- = дм ин 
dents a realistic learning environment. EU. 


Organizing the physical construction 
to minimize the site impact was a major 
part of the design development. Access 
roadways were kept short and parking 
was terraced to follow existing grades 
on the barren portion of the site. SITE FEATURES / — 

Site development helped to generate 
the academic curriculum. Taking ad- 
vantage of large watershed areas. 
streams and a valley, an earth dam and a 
lake were constructed providing а 
learning tool as well as a space for 
aquatic activities in the physical edu- 
cation program. 

Service roads double as fire cuts through 
the woodland and jogging trails link the 


recreation areas. 3 
SW NP ranti Dy 


"Eco Vans," which are trucks ә 27 тн, жом 2 
equipped with scientific equipment y — 
roam the site as extensions of the т 


ecology labs, gather samples which are onentation Vegetation circulation aceea тфа) ed iem 
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tested and the data is radioed to the 
central classroom for detailed analysis. 
The returning vans then couple to the 
central labs, adding to the physical space 
and eliminating duplication of equipment. 

The master plan for the campus calls 
for construction in five phases over a 


ten year period. Since the overall con- 
cept called for a compact, single 
structure development, the building 
starting as a single element will grow 
from both sides. Exterior end walls of the 
steel and finestone structure are designed 
to be removable and reusable. The 


interstate highway 


to tell the Virginia Story 


MAY 1977 


master plan phase 5 


PAGE FORTY-THREE 


LEVEL 1 LEVEL 2 
structural system cantilevers the side walls 
from interior piers and beams. Final 
connection of a new section to the existing 
is with expansion inserts. 

By eliminating structural inter- 
dependency adjacent construction 
shock will be minimized. The mechani- 
cal system is designed to grow in- 


crementally with air handling equip- 
ment located over major stairway 
entries. The compact single structure 
solution coupled with the use of 
thermal paned windows helps to 
minimize heating and cooling costs. 
The completed phase one structure 
houses a library on the fourth floor, 


classrooms on the third floor, offices 
and laboratory space on the second 
floor and a cafeteria, lounge and service 
areas on the ground floor. Flexibility is 
assured by the extensive use of de- 
mountable partitions on all levels. 
Access from the parking areas is pro- 
vided by an entrance bridge on the 


The fourth floor houses a complete learning resource center as well as classroom space 


EZ 


The naturol science loboratories where data received from the "eco-vans" in the field is 
analyzed. 


INCORPORATED 


W. R. MANCHESTER 


Шаг еа 


423 S. REYNOLDS STREET 
ALEXANDRIA, VIRGINIA 22304 


Andrews Large & Whidden Inc. 


St. Reg. #5433 


InpusTRIAL—CoMMERCIAL— INSTITUTIONAL 


P. O. Box 527 Phone 392-3119 


FARMVILLE, VIRGINIA 23901 


С & Р AIR CONDITIONING 
COMPANY, INC. 


Mechanical Contractors 


Атк CONDITIONING — HEATING — VENTILATING 


Phone 804-625-5874 2406 Colley Avenue 
NORFOLK, VIRGINIA 


Froehling & Robertson, Inc. 


u 


SINCE 1881 


Materials Testing & Inspection 
Engineers & Chemists 


MAIN OFFICE & LABORATORIES 
814 W. Cary St—P.O. Box 27524, Richmond, Va. 23261—Tel. 804-644-3025 
BRANCH OFFICES 
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DODD BROTHERS. INC. 


PLASTERING, DRY WALL AND FINESTONE 
CONTRACTORS 


P.O. BOX 251 PHONE 703-560-1310 


FALLS CHURCH. VIRGINIA 22046 


J. В. EURELL CO. 


R oof Deck Contractors Cage: 


у, 
an 


Specializing in: 
Gypsum ROOF DECKS e WOOD FIBER ROOF DECKS 
LIGHTWEIGHT CONCRETE ROOF DECKS 
ASPHALTIC PERLITE FILI 


5805 School Avenue 


Telephone 262-8648 


P.O. Box 9427 
RICHMOND. УА. 23228 


ANNANDALE MILLWORK 
CORP. 


Routes 15 & 55 
P. O. Box 38 
Phone 591-7304 
Haymarket, Va. 22069 


Prefab Stairways & 
Prehung Door Units 
Stock and Special Millwork 


Plaster 
Polystyre 
Мот entitious Mixture for 

Direct-Steel-to-Steel Fireproofing) 

ZONOLITE DIVISION 
W. R. GRACE & CO. 
Plants Serving This Area 

P.O. Box 1308, High Point, N.C. P.O. Box 347, Beltsville, Md. 
Ph: 886-1807 — Area 919 Ph: 953-2863 — Area 301 
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north side for direct barrier-free access 
for the handicapped. Тһе single- 
building compact solution for the initial 
phase and for future phases minimizes 
travel distances and potential barriers 
for handicapped students. Elevators 
connect various building levels to 
facilitate circulation for the physically 
restricted within the building itself. 

Bringing together 100% site utilization 
with new and carefully planned con- 
cepts in education, the planners have 
created a total learning environment 
where the students, working in “real 
life" situations can prepare themselves 
to provide a better world for the future. 

E.H. Glover, Inc. of Baileys Cross 
Roads, was general contractor. 
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e SHAFTS 


1608 King St. 


Route 1, Box 133 


Floor Coverings 


4139 Brandon Ave., S.W., Roanoke, Va. 


to tell the Virginia Story 


ELIANCE DRILLING inc. 


e CAISSONS 
* DRILLED PIERS 


51 S. Williams St., York, 
Branch Offices: Silver Spring, Md.— Baltimore, Md.—Philadclphia, Pa. 


ALEXANDRIA 
PLUMBING & HEATING, INC. 


Mechanical Contractors 


Alexandria, Virginia 


MILL CABINET SHOP, INC. 


Quality Materials and Workmanship 


LAMINATED Tops — BATHROOM VANITIES 


Bridgewater, Va. 22812 


SOUTHER 


ALEX FEKAS, Owner 


Subcontractors & Suppliers 


Sam Finley, Inc., Chantilly, paving 
contractor; Bowie Steel Co., Inc. 
Bowie, Md., reinforcing; Northern 
Virginia Steel Corp., Springfield, steel 
supplier/erection/joists/roof ^ deck; 
Hallmark Iron Works, Inc., Lorton, 
miscellaneous metal & handrails; 
Arlington Woodworking & Lumber, 
McLean, millwork; Peter Gordon Co., 
Washington, D.C., metallic water- 
proofing; and, Perrin & Martin, Inc., 
Arlington, roofing & sheet metal. 


Also, Davenport Insulation, Inc., 
Springfield, wall insulation; Associated 
Glass Co., Inc., Fairfax, glass, glazing 
contractor, windows, window wall & en- 


Pa.—Tel. 717-792-9709 


ComMERCIAL—INDUSTRIAL 


Phone 703-836-2020 


Phone 703/828-6763 


Tile & Carpet 
Co., Inc. 


Ceramic Tile 


Commercial—Residential 
Famous Name Brands 
* ARMSTRONG *FLINTKOTE *CONGOLEUM 


Dial 774-4497 


trance doors; Dodd Brothers, Inc., Falls 
Church, finestone & plaster contractor; 
Standard Art, Marble & Tile Co., Inc., 
Landover, Md., terrazzo; Alexandria 
Plumbing & Heating, Inc., plumbing 
fixture supplier & plumb- 
ing/heating/ventilating/ air condition- 
ing contractor; Electric Service Co., 
Arlington, lighting fixtures/electrical 
equipment supplier & electrical con- 
tractor; American Stone, Inc., New- 
ington, precast benches; Campbell 
Bros., Inc., Dumfries, site work; 
Rodney Hunt Co., c/o The Taulman 
Co., Charlotte, N.C., sluice gate; and, 
SWG, Inc., c/o Colite Industries, Inc., 
Baltimore, Md., site sign graphics. 


Fairfax 
Tile & Linoleum 
Company 


Phone 703-451-5150 
8002 Haute Court - D 


SPRINGFIELD, VA. 


Stanley W. Bowles Corp. 


GENERAL CONTRACTOR 
AND BUILDER 


P.O. Box 4706 Phone 632-3446 
MARTINSVILLE, VIRGINIA 


North Carolina State 
¥ Registration No. 2924 


Virginia State 
Registration No. 7194 ФА 


One of The Largest Central Heating & 
Air Conditioning Firms In The 
Washington Metropolitan Area 


Air Distributing 
Company, Ine. 


RESIDENTIAL — COMMERCIAL 


Installations ® Service ® Repairs 
Phone 368-8106 
10105 Residency Road 
MANASSAS, VA. 
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Motorist 
Information 
Signs for I-81 


* The Virginia Department of 
Highways and Transportation has 
begun erection of motorist information 
signs showing available gasoline, food, 
lodging and camping facilities along 
Interstate 81. 

Such signs were erected in advance of 
interchanges along Interstate 95 in 1974 
as a pilot project that has received 
considerable commendation by the 
motoring public. Extension of the 
signing program to I-81 was approved 
by the Virginia Highway and 
Transportation Commission at its 
November meeting. 

The department also will study the 


Jamestown 
Natural Bridge 
Virginia Beach 
Busch Gardens 
Kings Dominion 
Virginia. Capture the spirit of 
whatever you love. Virginia is 
more vacation...more 
America to the mile. For free 
color vacation planning kit, 


visit, write or call 
VIRGINIA STATE TRAVEL SERVICE 


Virginia is for lovers. 


VIRGINIA STATE TRAVEL SERVICE: 
9th & Grace Street, Richmond 23219, 
phone (804) 786-4484. 
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other interstate system routes in 
Virginia to determine if the service 
should be extended to them later. 

Traffic and safety engineer J. P. Mills, 
Jr. said the department has begun 
working on a cost estimate to submit to 
the Federal Highway Administration 
for funding of the survey that must 
precede the signing. The department 
will seek federal funding of 90 percent 
of the costs involved in both the survey 
and the signing. 

The signs show the name, brand or 
trademark of the establishments in 
proximity to the interchanges. 

Interstate 81's 325-mile length makes 
it the longest of the Virginia interstate 
routes. 1-95 carries heavier traffic 
volumes, however. 

For each of the 84 interchanges on I- 
81, the department must determine the 
facilities in the four categories of 
services that are available for 
participation in the program. The 
proprietors will be interviewed to 
determine those who want to be on the 
program and who meet the criteria as to 
facilities and hours of operation. 


The establishments that qualify must 
provide their individual panels, with 
their logotypes, on the signs. 

Mills said the signs in advance of the 
interchanges meet a need to inform 
motorists of the amenities offered on 
adjoining roads, and provide an 
alternative to huge billboards off the 
right-of-way. The facility signs also are 
considered a help to businesses 
established on roads near the 
interchanges. 

In accordance with the new federal 
standards, Mills said, the I-81 signs will 
be somewhat larger than those used in 
the pilot project on 1-95. They also will 
be set farther from the pavement for 
safety reasons. 

They will have the same blue 
backgrounds and white reflectorized 
borders, and the messages will be 
reflectorized for greater visibility at 
night. 

The 1974 project on 1-95 made 
Virginia one of the first two states to 
make such specific information for 
travelers a permanent part of their 
official signing program. 


TOM'S COVE 


A Friendly Family Campsite 
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CHINCOTEAGUE, VIRGINIA 


AVAMERE HOTEL 


AMERICAN PLAN 
2604 OCEAN AVE. 
“Оп the Ocean at 26th St." 


FREE ADJACENT PARKING 
C. J. SMITH, MANAGER 
For Complete Information and Reservations DIAL 428-2112 


58 OUTSIDE ROOMS WITH BATHS e ELEVATOR SERVICE 


CONVENIENT TO SHOPPING DISTRICT * SPACIOUS LOBBY AND PORCHES 
MODERN DECOR * ALLSPORTS * CLUB PRIVILEGES 


VIRGINIA BEACH, VIRGINIA 
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C & P Air Conditioning Co., Inc. .. 46 
Chesapeake Masonry Corp. ...... 30 
City Wide Decorators, Inc. ....... 20 


J. M. Murphy Co., 
Inc. 


ELECTRICAL CONTRACTORS 


м. Reg. 42290 


Phone (703) 343-4560 
2710 Roanoke Ave., S. W. 
Roanoke. Va. 24015 
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SAWYER 
CONSTRUCTION 
COMPANY 


St. Reg. #1397 


General Contractors 
Dial 722-7273 
1668 W. Pembroke Ave. 
Р. О. Box 179 
Hampton, Va. 23361 


DANVILLE ELECTRIC COMPANY, INC. 
Electrical Contractors 
INDUSTRIAL—COMMERCIAL—RESIDENTIAL 
E. B. (Tom) Abbott. President 
DANVILLE, VA. 24541 


210 Craghead Street 


Telephone 792-7022 


143 Parkersville Rd. 


11048 Warwick Road 


DEUELL DECORATING COMPANY 


Painting Contractors 
Commercial—Industrial 


Warwick Plumbing & Heating Corp. 


Mechanical Contractors 
St. Reg. #2411 


PLUMBING—HEATING—VENTILATING 
AIR CONDITIONING & REFRIGERATION 


NEWPORT NEWS, VIRGINIA 23601 


Phone 595-0991 


NEWPORT NEWS, VIRGINIA | 
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Warwick Air Conditioning, Inc. 


Mechanical Contractors 


St. Reg. #4006 


HAMPTON, VIRGINIA 23361 
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Carl E. Stephens Construction 


COs «BG. cinco авва 3 51 
The Structural Slate Co. ......... 17 
E 288 
Tidewater Steel Co., Inc. ........ 51 

Tom's Cove (Burton's 

Seafood. Ine.) «n 48 

Trumbo Electric, Inc............ 20 
= | = 
United Masonry, Inc. of 

Ера escenas redeem e 36 

United Sprinkler Co., Inc. ....... 38 
—LL 

Warwick Air Conditioning, Inc. ... 50 

Warwick Plumbing & 

Heating Corp. ........ eee 49 
Whitmyer Bros., Inc. ............ 2 
І В. Ише & Son, Тас: <ia. -sauss el 
Wiuebarget . аа rernm 30 

کے 
Zonolite, Div. W. R.‏ 
GEE Oi ЖОЛГЫ oa 46‏ 
—À SJ‏ ڪڪ 
703/820-2666 


State Registration 1718 


Phone (804) 826-5168 


VIRGINIA RECORD 


Founded 1878 


4 


Leonard Bros., Inc. 


Carl E. Stephens Construction General Contractors 
Masonry Contractors & Suppliers 
Company, Inc. Metal Building Erectors 


COMMERCIAL — INDUSTRIAL — RESIDENTIAL 


St. Reg. 44-4458 


Р. О. Box 634 Phone 703-373-7991 
Fredericksburg, Va. 


General Building Contractor 


Commercial - Industrial 


SCHMIDT & WILSON, INC. 


ple ا‎ 
REALTORS д 
s ¥ r 
Since 1912 Lut i 
PHONE (304) 485-5413 YT emm. 
501 EAST STREET P. O. BOX 1402 SALES — LOANS — RENTALS 


INSURANCE — WATERFRONT PROPERTIES 
PARKERSBURG, WEST VIRGINIA | 


1214 Westover Hills Boulevard Phone 804/231-0201 
RICHMOND, VA. 23225 


A.P. Hubbard Wholesale Lumber Corp. 


representing 


Tidewater Steel Co., 


Inc. STRUCTURAL WOOD SYSTEMS, INC. 
St. Reg. #4628 Laminated Arches and Beams 
POTLATCH 
Structural Steel 
Metal Deck Bar Joists Laminated Decking 
C. M. TUCKER LUMBER CORPORATION 
Fb 12479 Dial 420-2490 Prefinished Southern Pine Decking 
| NORFOLK, VA. 
— also — 
Anmeg “AUTHORIZED DEALER PHONE (703) 885-0886 


V Armco Building Systems Southern Pine and West Coast Lumber 


]. В. WINE & SON, INC. 


GENERAL CONTRACTORS 


Flooring—All Species 

Salt Treated Lumber 

Fire Retardant Treated Lumber 
Mill Decking 

Plywood 


We Specialize in Service 


P. O. BOX 1000 
VERONA, VIRGINIA 


BOX 6566 P.O. BOX 13233 
Greensboro, N.C. Roanoke, Va. 
Area 919-275-1343 Area 703-362-0578 


SIZE AND THE ARCHITECT 


There are three vital reasons why imaginative architectural design 

takes shape when BELDEN Brick is used. BELDEN provides more distinctive colors 
More exclusive textures. More adaptable sizes, Over 200 variations of 

brick to free the imagination of the creative architect. Your nearest BELDEN 

Dealer will gladly show you the facts in the form of samples. 


or write us at P.O. Box 910, Canton, Ohio 44701 COMPANY 


CANTON, OHIO 44701 


Executive Director 

AIA Va. Chapter 

15 S. 5th St. R 
Richmond , VÀ 23219 


